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Treasury Department, 

Office of the Director of the Mint, 
Washington, D.C., 

October 15, 1879 


Sir: 


Acknowledging the receipt of your letter of yesterday in relation to the accident which 
occurred at your Mint on Saturday last, I have to say that I regret exceedingly to learn that one of 
the employees lost his hand by being caught in the machinery, and to express my hearty 
concurrence in your suggestion that he be retained upon the rolls in some position where he can 
be useful. 


Very respectfully, 
Horatio C. Burchard 
Director. 


A. Loudon Snowden, Esq. 
Supt. U.S. Mint 
Philadelphia. 


